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E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK THRU METAL DETECTOR - ROME 

ROME FOR RSO; CASABLANCA FOR OIC/RTC; FRANKFURT FOR RSS; 
FROM A/SY/OPS/T 

REF: CASABLANCA 743 

1 . INTEX METAL DETECTORS SHIPPED DIRECT TO ROME AS FOLLOWS: 

A. GBL IS K-4,231,753. 

B. AIRWAY BILL NUMBER IS 015-6683-6272, VIA TWO FLT 846, 
DEPARTING WDC ON JULY 25, 1978. 
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C. THE FOUR BOXES ARE ADDRESSED TO AMERICAN EMBASSY 
ATTN: RSO. 

2. ADVISE SY/OPS/T WHEN UNITS HAVE BEEN INSTALLED. VANCE 
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